6159W/7357 


Beam Power Tube 


HIGH POWER SENSITIVITY 


90 WATTS CW INPUT (ICAS) UP TO 60 Mc 
60 WATTS CW INPUT (ICAS) AT 175 Mc 


For Use Under Severe Shock and Vibration 
The 6159W/7357 is the same as the 6146W/7212 except for the 
following items: 


Heater, for Unipotential Cathode: 
Voltage (AC or DC). . 2... eee 26.5 + 10% volts 
Current at heater volts = 26.5... . 0.3 amp 


CHARACTERISTICS RANGE VALUES 
Note Min. Max. 
Heater Current. . a sucrat ala 1 0.280 0.320 amp 


Note 1: With 26.5 volts ac on heater. 
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